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The Class of 1952 were presented | 
the Chairman 
Com- 


their Diplomas, 
of the Wilmington School 
mittee, Miss Eleanor Grimes, 
Villanova Hall last night, 


by 
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Local High School Graduates 84. Pupils 


The Diplomas and the awards 
were presented to the graduates 
before a capacity crowd of rela- 


tives and friends. 


THE PROGRAM 


Processional 
National Anthem 
Tnvocation 
Salutatory 
Essay 
Solo - 


“Bless This House” 


High School Band 


Rey. Otis A, Maxfield 
Jean H. Blanchard 
Patricia A, Blanchard 
Taylor & Brahe 


Bettylou Grant 


Valedictory 

Music - “Halls of Ivy” 
“Old Man River” 
“The Bells of St 


Mary's” 


C. Jean Andersen 
Russell & Knight 
Kern & Hammerstein 
Furber and Adams 


Glee Club 


Presentation of Awards 

Bernard P. 

Presentation of Diplomas 

Eleanor F, 
Benediction 
Recessional 


LIST OF GRADUATES 


*Clara Jean Andersen 
Shirley M. Anstey 
*Janet H. Backman 
*Avis By Balcolm 
Bryant M.: Bedell 
*Arnold Bishop Jr. 
Closson K. Blaisdell 
*Jean H. Blanchard 
*Patricia B, Blanchard 
Dora® A. Bourgeois 
Beatrice. R. Boyd 
*Frances T. Brennick 
Joan M. Brennick 
Donald C. Brewster 


(continued on page 4) 


WALLPAPER 


anize Paint 


Over 15,000 


Bradbu 


18 Main 


lis in 


y'S - Woburn 


wo 2 


Miss The 
Final 


McMahon, 


Grimes, 


Clifford J. Good, Supt. of Schools 


Principal of High School 


Chairman of School Committee 


Rev. Albert J. Shea 
High School Band 


LITTLE GIRL STRUCK 
BY CAR 


Ann Walsh, 3 years old, of Char- 
lestown, was struck by a car 
driven by David J. Hoare, of 81 
Burnay Street, on June 8th at 
5:10 p.m. The accident happened 
on Grove Avenue, not far from 
Wild Street. According to reports 
given to police, Hoarse was driv- 
ing very slowly at the time of the 
accident. 


INSPECTION OF 
HARVEY'S PIGGERY 
An inspection of Harvey's | pig- 


gery, on the morning of June 9th, 
by Chief of Police Paul Lynch, 


showed that there were still a 
number of dead pigs in the area, 
in spite of a previous clean-up, 

A later inspection, that evening, 
with a sanitation agent, cooberac 
ed the observations of the Chief. 
In addition, another pig was found, 
dead, in the woods, towards the 
direction of Cook Avenue, 


DAVIS Flowers 


uneral and Wedding 
s aageen Potted 
Boston Road Tel. Billerica 2671 


FREE DELIVERY 


Designs 


Plante 


apnaathinatenpunsnaditigss nation 
@ TELEVISION @ 
SALES and SERVICE 
Phileo - Arvin - Dumont 
~~ Admiral « Majestic 
WE SERVICE*$LL MAKES 


Thurs. 


THE NEW FIRE STATION 


Dodge’s Construction Reports, 
a Boston publication, reports that 
the plans of the new Fire Station 
should be ready to submit to con- 
tractors, for bidding, by June 20. 
Sturgis Associates are the archi- 


HOLY NAME SOCIETY TO 
|HEAR DAVID GOLDSTEIN 


David Goldstein, noted convert, 
and writer for the Pilot, is to speak 
to the Holy Name Society, Sunday, 
in Villanova Hall, after the 8:30 


tects, 


PRICE 5 CENTS 


NEW BICYCLE 
REGISTRATION PLATES 


Numerous children have been re- 
questing information from the Po- 
lice regarding registration plates, 
for their bicycles. The Police have 
ordered new plates, as of some 
time ago, but they have not yet 
been delivered. The plates are 
made in the State Prison, and it is 
thought that Wilmington will soon 
receive its quota. 

The Crusader will print more 
information when the plates do 


Mass. | arrive, 


Harmon Resigns His Post 


Dr 


Gaius Harmon, Chairman of 
Board of Health, 
Advised by physi- 
cian that he was overworking, Dr. 
Harmon given up what is 
probably ‘his last position in. public 
service, 

Born in Wilmington, in the Con- 
gregational Parsonage, Dr. Har- 
mon received his MD from Bos- 
ton University in 1909. After study- 
ing at MIT and in England, he re- 
turned to the United States, and 
received a degree of Master of 
Public Health, from Harvard 
University, in 1914. 

Dr, Harmon taught medicine in 
Western Reserve University for 2 
years, and then became medical 
jadvisor to the Health Commission- 
er of the City of Chicago, in 1934. 
In 1937 he went to work for the 
City of Detroit, working there not 
only in Public Health, but in an 
Administrative capacity as well, 

Dr. Harmon retired’ after the 


effort for the 


He retired to the town of 
birth, Wilmington, Mass. 
A year ago last March, Dr, Har- 
was appointed Chairman of 
the Board of Health, by Harry 
Deming, Town Manager, During 
his 15 months in this office, he 
has worked every day, for many 
hours, in unpaid labor, for the 
town 
The Board of Selectmen, 
their meeting Monday night, 
recognition to Dr. Harmon's 
forts. 
To Dr. Gaius E. Harmon, 
Although the people of Wil- 
mington realize that it is impos- 
sible to express adequately * their 
appreciation to you for the many 
services you have rendered, we 
nevertheless wish to thank you 
wholeheartedly for the long hours 
uu have .spent so ‘willingly as 
Phairman of the Board of Health 


the has resigned | quota of common 


his office. his good. 


his 


in 
para 
ef- 


have you bring a lifetime of exe 
perience to this position. It would 
be most difficult to find a man 
with such excellent qualifi 
who would give so. tire 
time and energy to the many de- 
mands of his office, 
Few people are aware the 
many hours you have spent or- 
ganizing a new Board of Health 
which is now so efficient and so 
completely a part of the Town, 
that it seems always to have been 
in_ existence. 
The people of Wilmington, and 
especially those who have worked 
intimately with you, will always 
remember your, neverending de- 
yotion to your work, We will 
always be grateful, 

Kenneth M, Lyons 

Charles Black 

Frederick Melzar 

Joseph Woods 

Henry J. Lawler 

For the People of Wilmington. 


of 


war, having performed his full | We. were indeed fortunate to 


STOLEN STEEL 


6, Steel 1 Beams, 12 inches by 12 
feet, and weighing in the neighbor- 
hood of 300-400 pounds each, were 
stolen from Van Steensburgs gra- 
vel pits, Tuesday night. Tire marks, 
with dual wheels, were left in the 
Sand near the site of the. beams 
State Police -are investigating 


‘AIN TO SUPPLY 
IRE TRUCK CHASSIS 

Fred Cain has been a’ 
contract for the* Chassis for the 
new fire truck, for the sum of 
$3992.00. The truck, which is made 
by the International: Company, is 
bulit especially for fire-fighting 
purposes, arid is a 1952 Model 
L-1856 Fire Truck Chassis, with 
a 157 inch wheelbase, a de-luxe 
cab, a 406 cubic inch dispacement | 
engine and a five speed transmis- 
sion 


CELEBRATE 

23rd ANNIVERSARY 

Mr. and Mrs. Edward Lego, 
Marion Street, celebrated _ their 
23rd Wedding’ Anniversary, with 
a party last Sunday, at which many 
guests were present. Many gifts 
were received, and 4 wonderful 


rded the 


Factory 


wre, ENGINES 


Installed by appointment 
Nothing Down - $3.50 per week 


Arnold Ford Sales 


Billerica Centre - Tel 662 


7 
5 650 
L " Merrimack St. 
LOWELL'S Gayest and 
Most Beautiful Night Spot 
FEATURING 


* CHORUS LINE * 
* ALL GIRL REVUE * 
* MANNY DIAZ, MC. * 


SUNDAY: 


of 


NATIVES NOW IN SEASON, 
ON OUR FARM. 

SPECIAL PRICES FOR CAN 

FARM FRESH 

READY 


Continuous _enter- 


121 Shawsheen Aveune 


Gene Jones, M.C. 


- Talent Hunt Show 


Villanova Hall 
18 ACTS* 


June 19 8:00 p.m. | 


* Freddy Guerra Orchestra 


June 9, 1952 
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|AIR RAID ALERT QUIET 


IN_ WILMINGTON 

The air-raid alert, in Wilming- 
fon, on June 10th, at 11 a.m. found 
the town quiet, but, at Jeast in 
some’ places, on the alert, Traffic 
was halted in Wilmington Square 
and many of the citizens took 
cover. 

The signals were heard 
well, throughout the town, 
people, having forgotten, or ne- 
glected to read their papers, con- 
tinued their activities as though 
no alarm existed. 


TOWN APPLIES THE DDT 

The entire area, in and surround- 
ing Harvey's Piggery, was sprayed 
with 12 per cent DDT, a very 
strong concentration, yesterday, by 
orders of the Town Manager, The 
bill will be sent to the owners, of 


fairly 
Some 


time was had. record, the Caton family 


STRAWBERRIES 


GROWN IN WILMINGTON, 


NING AND FREEZING. 
VEGETABLES * 
SOON 


Shawsheen Farm 


Near West School 


$175 in Bonds 
To Be Given 
As Prizes 


Wil mington 


Dancing 


Tickets — General Admission $1.25 @ Children 75¢ — Tax Included 


||Proceeds of this show will be used to develop the Cranberry Bog into 


a_ playground 
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50 YOU LIVE IN WILMINGTON, MASS. 


We have related a few of the difficulties that people in 
Wilmington have, because of the antique set up, imposed on 
this town, by the Washington Bureaucrats. 

Let us now consider South Street, Tewksbury. 

. Your editor had to. address a letter to a family that lived 
‘on that street. He knew better than to address it to the 
Tewksbury Post Office, because practically nobody gets mail 
there. So he inquired at the Wilmington Post Office. 

This, particular address, on South Street was not on their 
list, They suggested that we try the North Wilmington Post 
Office. It seems that that office, too, delivers mail to South 
Street, Tewksbury. 

We tried the North Wilmington Post Office. There, we 
were told, “Try Billerica.” 

We tried Billerica, and success was ours. 

It is bad enough to liye in Wilmington, but, whatever you 
do, don’t live on South Street, Tewksbury. 


OFFICER GEORGE FULLER 


Last week, in Wilmington, a young fellow who was per- 
haps a little too cocky, began to strut around, displaying a 
knife, and attempting to show off a bit. He boasted that “no 
cop was going to stop him!” 

Officer George Fuller happened ¢o be not too far distant, 
and somebody called him. 

There was absolutely no hesitation on the part of Officer 
Fuller, He disarmed the young fellow, but instantly. 

This was not the first time that Officer Fuller had demon- 
strated that, in the performance of his duty he has one of the 
prime ingredients—Cold Nerve. 

a 
— ——————————————————————— 
If IS MORE THAN COPS AND ROBBERS 


We have heard the remark that Civilian Defense was 
“Cops and Robbers for the Grownups.” The statement, of 
course, has all the earmarks of a smart aleck background, and 
we wonder what our smart aleck would say, if the emergency 
for which Civilian Defense exists were suddenly to’ become an 
actuality. 

Would it be some more “Cops and Robbers” or would it 
be—“Why doesn’t somebody do something?” 

Thomas Lafionatis, Civilian Defense Director of Wil- 

* mington is doing something, but in a quiet manner, without 
fuss or fanfare. He is presently recruiting his staff, according 
to the directions of the director of Civilian Defense, in Boston. 

Wilmington, according to the Civilian Defense Director, 
should have a staff of 98 Emergency Welfare Workers, 133 
Engineeering workers, 23 Firefighters, 274 Weapons Defense 
workers, 28 Special Police workers, 16 Rescue men, 35 Staff 
men, 7 Training Educational men, 133 for transportation, 267 
Wardens and 14 for Warnings and Communications 

Mr. Lafionatis is. not looking for some one*to play Cops 
and Robbers, He is looking for someone who will help to pre- 
pare for the day we hope will never come. 

Maybe you are the person he is looking for. 
Ee 

THE AIDS TO VICTORY 


In this issue we print a letter of thanks from one of the 
Wilmington boy's, just released from the Navy. We think 
that this letter should be read by everyone, not once, but twice. 

This boy expresses the astonishment of the other men 
on his ship, that this town would send not only the weekly 
paper, but a Christmas package, to him, Apparently, his case 
Was unique, the one-in-a-thousand case. 

The package was sent by the Aids to Victory, an organi 
zation of Wilmington. women, who stand behind the boys in 
the service. : 

There were many organizations during the last war, offi- 
cial and unofficial, who helped in one way or another, in the 
war effort. Most of these organizations promptly dropped 
their guard, once the hue and cry was over, and let the rest 
of the men in the service shift for themselves. 

Not so, however, with the Aids to Victory. These gallant 
ladies never stapped! ” 

You can have your USO, and your this and that, sponsored 
by great names, and spending their money here and there. You 
can have them. - 

We will take the Ai 


ids to Victory! 


SMART & AKESON INC. 


29 Winn Street @ Woburn 
FORD SALES & SERVICE 


r. 


a oe 


—We Have The Car You Want— , 
Woburn 2-2445-6 ‘. 
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» WILMINGTON’S ACCIDENT RECORD 


Figures released from the Registry of Motor Vehicles on 


|May 15th show that Wilmington had 2 fatal accidents, and 47 
iy 8 


non fatal accidents, involving motor vehicles, in 195}, These 
figures are for accidents within the corporate limis of the 
town, and not necessarily for Wilmington, drivers. 

The two fatal accidents. One of them was at the inter- 
section of Woburn and Lowell Streets, where an elderly 
gentleman, from Lynn, drove his car into a tree, and was pro- 
nounced dead on arrival at the hospital. It was possible that 
he had died of heart attack, or from a similar cause, before 
the car hit the tree. The other case was an elderly man, struck 
by ‘a transient motorist, who threw the victim into the path 
of another car, driven by a local motorist. The accident hap- 
pened during a heavy rainstorm, 1:45 a.m., at the corner of 
Main and Eames Streets. 

We are not proud of the fatal accidents, nor are we proud 
of the 47 non-fatal ones. We feel constrained to note that 
other nearby towns have similar if not worse records, their 


positions being similar to this town, with a lot of out of town 


drivers. 
Burlington had 2 fatal and 36 non fatal accidents. Biller- 


ica had '4 and 90, Chelmsford had 3 and 102, North Reading 
had 1 and 43, Reading had 2'and 85, Tewksbury had 2 and 30, 
while Woburn had. no fatal accidents, and 88 gghers, 

We draw no moral. There are the figures. Look them 
over. Study them, and pray that you will not be a statistic 
next year. j 


eee 
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HOW TO BE NEIGHBORS AND FRIENDS 


In the last year, water mains were laid on Eames Street, 
and the cost thereof paid by the J. W. Greer Company, The 
ultimate cost, of course, will be deducted from their water 
hills, over a period of time, but the gesture was very nice, 
and the town benefited distinctly. . 

Now the firm of Raffi and Swanson have decided that 
they should participate in the costs, inasmuch as they parti- 
cipate in the benefits. They have offered to take over, or pay, 
as may be to the best benefit of all concerned, a portion of the 
expense of laying those water mains. We understand that 
the sum considered is $1500. 

The sum itself is immaterial. We think that the thought 
behind the stim is, however of consequence. We think it is 
a wonderful start for a firm that not only wants to be neigh- 
bors, but friends as well. 


AMERICAN LEGION 
AUXILIARY 

The American Legion Auxiliary 
to meet, on June 16th, for the 
Election of Officers, The meeting 
will be in the Legion Clubhouse. 


BOY CUTS FOOT BADLY 
AT SILVER LAKE 

Danny Tautges, 11 year old, suf- |. 
fered a bad cut on his left foot, 
which was inflicted, presumably by 
a tin can, while swimming at the 
Town Beach, Silver Lake, last 
Wednesday afternoon. 
Daniel Keough, 21, of Schoool 
Street, Tewksbury, recently dis- 
charged from the US Marines, was 
instrumental in saving the Tautges 
youth, who was considerably in 
capicitated by the injury. Keough 
got the boy ashore, and he was 
taken to Dr. Fagan’s office, where 


INORTH READING 


CROSWELL 


FUNERAL SERVICE 


UATES © 
|FROM NOTRE: DAM 


In the presence of his father 
and mother, Mr. and Mrs. Michael 
\Barry,-of Fitz Terrace, John Bar- 
ry was awarded a degree of Bache- 
lor of Arts on June Ist, at the 
University of Notre Dame, at 
Notre Dame, Indiana. 

A graduate of Keith Academy, 
anda veteran of two years over- 
seas service with the US Navy, 
John was one of 907 students to 
receive a degree in the 107th Com- 


‘mencement of Notre Dame. 


JOSEPH P. BOURASSA 


The American Legion is in receipt 
of a letter from Cpl Joe Bourassa, 
of Ballardvale Street thanking 
Post 136 for their efforts in getting 
the Crusader to the boys in the 
service. Mis new address is Cpl. 
Joseph P, Bourassa, N G 21301572, 
CoC 1901 EAB, Walter AF B 
Mineral Wells, Texas. 


305164 
Commonwealth of Massachusetts 
Middlesex, ss. 

PROBATE COURT 

To all persons interested in the 
estate of Louis Carl Grossmann 
late of Wilmington in said County, 
deceased. 

A petition has been presented to 
said Court for license to sell at 
private sale certain real estate of 
said deceased. 4 

If you desire to object thereto 
you or your attorney should file a 
written appearance in said Court 
at Cambridge before ten o'clock in 
the forenoon on the twenty-fourth 
day of June 1952, the return day of 
this citation, 

Witness, John C. Leggat, Es- 
quire, First Judge of said Court, 
this twenty-sixth day of May in 
the year one thousand nine hun- 
dred and fifty-two. 

John J. Butler, Register. 
J-4-11-18 


GENERAL 
TUNE-UP 


All Makes of Cars 
Rusty’s Texaco Station 
Tel. Wi 3368 


16 stitches were taken to close the 
wound. ad 

Tautges, who lives with his par- 
énts on Oakdale Road, is» now 
confined to his home, recovering 
from his experience. 


ERICS 


Plaster Sand @ 
Pea Stone 
Bulldozers @ 


GAUDET HARDWARE 


300 Main St — No. Woburn 
WO 2-2636-M | 


The 3 Cell 
WATIONALLY ij 
ADVERTISED 


WILMINGTON 
-, GASES 


i) APPLIANCE 


334 Main Street 


Phir: TAS & 2529 


1080 North Main Street - Tel. Reading 2-0547 
1g School Graduate 


BENEVENTO SAND & GRAVEL 
—Specializing In Fill 
Cte pede ‘oofing Gravel 


Gravel Stone 
railer Servi 
" Shovels for Rent 
Plant Located Off Route 62 - North Reading 


Home Office-10 Dana St. - Lynn 5-1494 


WILMINGTON 
BUILDERS SUPPLY COMPANY 


Greenhouses 


* Free Delivery 
«In Wilmington 


TELEPHONE 
WIL. 762 


srace suarace | 
SEAUTITUL FINISH 
or Write for FREE Literature 


‘Tel. Wilmington 621 


{ 
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6 CLARENDON STREET 


LOUIE AND DAVE 


(continued from P 
stolen were displayed 
Louie understood that if a person 
wanted to buy something he would 
describe it, and it would be pro- 
d for next day—the idea being 
someone would go out and 
steal it that night 
Another thing Louie did was to 
buy. a policeman’s badge. He pata 
the equivilant of two days wages 
for the badge, and then he had a 
lot of fun with it. Once, when 
Dave had got. on a bus before 
Louie, Dave paid | his fare, 
Louie just flashed the badge, a 


——SSS 
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Commonwealth of Massachusetts 
Middlesex, ss. 
PROBATE COURT 


To all persons interested in the 
estate of Reta Hunnewell late of 
Wilmington in. said Covnty, de- 
ceased. 

A petition has been presented 


to said Court, praying that Paul 
F, Hunnewell of Port Hueneme in 
the State of California, be appoint- 


ed administrator of said estate, 
without giving a surety on his 
bond. 


If you desire to object there 
you or your attorney should file 
a written appearance in said Court 
Cambridge before ten o'clock 
the forenoon on the thirtieth 
day of June 1952, the return day of 
this citation. 

Witness, John C. Leggatt, E 
quire, First Judge of said Court, 
this fourth day of June in the year 
one’ thousand. nine’ hundred and 
fifty-two, 

John “J. Butler, Register. 
J-11-18-25. 


——— 
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Commonwealth of Massachusetts 
Middlesex, ss. 
PROBATE COURT. 

To all persons interested in the 
estate of Bertha M. Taylor late of 
Wilmington in said County, de- 

ceased. 

A petition has been presented to 
said Court for probate of a certain 
instrument purporting to be the 
last will of said deceased by Irving 
J. Wasley of Star Route, Bristol, 
in the State of Vermont, praying 
that he be appointed executor 
thereof, without giving a surety on 
his bond. 

If you desire to object thereto 
you or your attorney should file a 
written appearance in said Court 
at Cambridge before ten o'clock in 
the forenoon on the. sixteenth day 
of June 1952, the return day of 
this citation. 

Witness, John C. Leggat, Es- 
quire, First Judge of said Court, 
this twenty-first day of May m 
the year one thousand nine hun- 
dred and fifty-two, 

John J., Butler, Kegister. 
M-28-J-4-11 


CESSPOOLS 


PUMPED OUT 
BUILT - REPAIRED 


Tel. Wil. 2229 


. e \ 
Hearing Aid 
By makers of world-famous Zenith 


Radios, FM, Television Sete. Highest 
quality, only .875—why pay more? 


"ENITH 


@ 
“ROYAL” 


LOWELL MEDICAL 
INSTRUMENT CO. 


43 Prescott Street 


TELEPHONE WILMINGTON 3343 


LOWELL, MASS. TEL. 6195 


KIRKLAND PAVING . 
Driveways — Parking Areas 
Private — Industrial 


NEWTONVILLE 


said “Polizia.” Louie did not have 
to pay. Perhaps the bus driver was 
just gracious to a stranger, but 


for sale. anyway, Louie thought it was 


wonderful fun, 

Louie and Dave went to the 
bullfights, Sunday afternoon, This 
is the time of the year when the 
amatuers learn the tricks of the 
trade. The professional Bullfight- 
ers do not start working until 
November. One of the amatuers 
was nearly killed in the third 
fight. By the time that the fifth 
fight came on, Louie and Dave 
had had enough. They left, rather 
than see more blood. 

The boys came back by another 
route. The} drove from Victoria 
to Brownsville, Texas, over a road 
19 miles long, without any homes 


or other signs of habitation, no- 
thing but cactus, a wild stretch of 
road. Louie drove on, into the 
night, and Dave fell asleep. 

Suddenly, Louie realized, about 
midnight, that the road had ended. 
The car drove off the highway, and 
into a creek. No bridge had yet 
been built, and Louie, literally, 
found himself up the creek, with 
no paddles. 

A. conference was had between 
our Wilmington Rotarians. Should 
they try to back up tothe road, or 
should they keep on, across the 
creek to the road beyond? They 
decided on the latter course, and 
made the opposite side without too 
much trouble,. other than pump- 
ing hearts. 

A second place, further on, had 
a little ferry almost as long as the 
creek was wide, which was pro- 
pelled by men who pulled on ropes. 
The boys expected to have to pay 
lfor this service, but it was free. 

The return, after Texas, which 
took two days to cross, was 
through Oklahoma, Missouri, Ar- 
kansas, Kentucky, etc, and then 
home. 

If anyone should sight a Mexi- 
can Sombrero, around town, these 
days; he will know that one of 
two persons is under the som- 
brero. It will either be the Town 
Moderator, or our Foreign Corres- 
pondent. 


Burner 
Sales 


TEL.WILMI 


ans mye 
OIL SERVICE, 
[out 


Burner 
Service 


san aeons 
Wilmington 
Mass. 


NGTON 700 


CARL C. NEILSON CARL G. NI 


No. Woburn 


AMERICAN LEGION 
| AUXILIARY CONVENTION 


Eight Wilmington ladies were 
jamong the delegates who attended 
the State Convention of the 
American Legion Auxiliary, last 
Thursday, ay and Saturday, a 
the New’ Ocean House, in Swamp- 
scott, The ladies very thoroughly 
enjoyed a 48 hour stay, participat- 
ing in a installation. 
The Nati t, Mrs. 
Campbell was present, and was 
presented a silver bowl by Mayor 
Hynes, of Boston. 

Attending from Wilmington were 
Mrs Bessie McMahon, State Dele- 
at Large, and Registration Chair 


cleaned. 
ELECTRIC and 


144 WATER ST. Tel 


WAKEFIELD 


Tony Ross & Son Contractors 


Cesspools and other outdoor work of all kinds. 
Cesspools chemically cleaned. Chemical Toilets 


LICENSED DRAIN LAYER 
When giving order for service by mail, 


be sure to give street and number of 
house where work is to be done. 
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EILSON ROBERT J, FARRELW 


Machine Co. 


Machinists - Steam Fitters - Millwrights ' 
Acetylene and Electric Welding 
Metallizing of Metals 
19 Nichols St. - TEL. WOBURN 2-1163 - Woburn, Mass. 


man, Mrs Millie Tautges, Mrs Mil- 
lie Tautges, Mrs Viola McMahon, 
and Mrs Day Downing, Delegates, 
Mrs Marguerite Harper, Mrs Mar- 
geret Wood, Mrs Anna Smith and 
Mrs Emma Geary, Alternate Del- 
egates, ri 


Magnolia Rest Home 


Mildred Doucette 
Proprietor and Director 
Complete facilities for care ©: 
conyalescents. Excellent 
ing and dietary service. 
cheerful surroundings. 


284 Ash Street. 


HAND PUMPS \ 


Cry. 9-2781-W 


GIG-CAR EXTRAS 
when you choose the 


Lowest-Priced Line 


Mh tts freld! 


Me 
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CHEVROLETS THAN ANY OTHER CARI 


GILDART CHEVROLET CO. 
MAIN STREET 


fe Ses 


EXTRA WIDE CHOICE 
of Styling and Colors 


EXTRA BEAUTY AND QUALITY 
of Body by Fisher 


of Centerpoise Power 


EXTRA SMOOTH PERFORMANCE 


EXTRA RIDING COMFORT 
of Improved Knee-Action 


EXTRA STRENGTH AND COMFORT 
of Fisher Unistee! Construction 


EXTRA STOPPING POWER 
‘of Jumbo-Drum Brakes 


EXTRA STEERING EASE 
of Center-Point Steering 


EXTRA PRESTIGE 
of America’s Most Populor Cor 


A complete power team with 
extra-powerful -Valye-in- 
Head and Automatic 
Choke. Optional on De Luxe 
models at extra cost. 


WILMINGTON 
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BeAho® VACAMON "e108 CAR 


These are one owner cars 
30 Day Guarantee 
Boston Road = - 


ARTHUR L. GRAY, INC. 
Certified Used Cars 


TRUCK SPECIALS 
41 Chev. 136 Ton Dump 
39 Internat. 144 Ton Dump 


48 Stud. Chassis and Cab 
S@ Stud 3% Ton Pick-Up 


LAND COURT ACTS 
IN FAVOR OF TOWN 


The Land Court, in Boston, on 


two separate occasions, during the 
last of May made awards favor- 
able to the Town of Wilmington. 

In the first case, on May 2lst, 
a partial disposition, favorable to 
the town, was made in the Evelyn 
Williams land case, The suit, in- 
volving over 125 acres, stems from 
non-payment of taxes for land 
in the northeast portion of town, 
adjacent to Martin’s Pond. 

The land consists of two parcels, 
one containing 30% acres, and an- 
other containing 95 acres. It was 
agreed, and stipulated, by counset 


that Margaret Mary Benson, who| 


is a holder of a mortgage covering 
lots 112 to 115 inclusive, and_also 
is the equity owner of fots 273 to 
276 inclusive be allowed to redeem 
Tt was also agreed and stipulated 
by thé attorneys that Mary E. 
Colford, who is the! owner. of Lots 
1, 2, 3, and 4, an Virginia Road, 
and Lots 9, 10, 11, and 12 on Yale 
Avenue be allowed to redeem. 


Billerica 


TELEVISION ENS | 


LOWELL NASH CO. 
$0 Olds. “88” 4-door sedan 
$19se 
47 Dodge 4-door sedan $97! 


4-door sedan 
$965 


Many Other Used Cars 
27 Hurd St, Lowell 2-5723 


1S Thorndike St. 
Lowell 4-2691 


47 Mercury 


PEASE 
MOTOR CO, 


50 “98" Olds. 4 door 
50 “98” Olds. Club Sedan 
47 “68” "Olds. 4 door 
47 Chevrolet 2 door 
49° “62” Cadillac 4 door 


Cadillac - Olds 
GMC Trucks 
a Sr 
Open ee esti 9 


The land is shown .on a plan 
Aaliqd “Williams Haven, North 
Wilmington, Mass. Redemption 
was mad¢ by both Berson and 
Colford, and the Land Court made 
partial disposition of the proper- 
ties mentioned. Several other re- 
cord owners were defaulted. Dis- 
position of the balance of the land 
in favor of the Town will be forth- 
‘coming at an early date. 

Attorney Arthur E, Degan of 
Boston represented both the Ben- 
sons and Colfords, and Atty Frank 
|B. Walters represented the Town 

In the second case, which re- 
sulted in an award on May : 
Attorney Walters represented the 
town, and he was unopposed 
| 21,794 feet of land, shown 
Westwood ParK Plan was award 
ed to the Town in a Land Court 
|Decree in the case against Eliza- 
|beth MacDevitt, of Charlestown 

(Editors Note: The last named 
person should not be confused with 
| Wilmington residents of similar 
name, We believe there is no re- 
'ationship.) 


on 


MacLellan’s TV News 
If you live the Wilmington, 
Tewksbury or Billerica area, and 
one section of your antenna faces 
differently from the other section 
(on the double type), one of the 
Channels is probably not being 
received as good as it should. At 
this distance, from the transmit- 
fers both sections of the antenna 


shavid face in practically the same! 
For Additional Information write or call 


Jack Moore, TV 


MacLELLAN’S & 


Route 38 


B7 UNG? Moen 


Tewksbury 


ceneral direction of Boston. There 
very few exceptions to 
The exceptions will be those 
locations where the “line of sight” 
path from your house to the trans- 
mitter is blocked. In that case the 
signal you get will have to be = 
reflec! one. 
If you are in doubt as to the 
reception you are getting, contact 
our service department for advice. 


Service 20 baecay 
APPLIANCE Center 


Tel. Lowell 7106 


DAN O'DEA, INC. 
49 Dodge 4 door R&H ex- 


48 Kaiser 4-door R&H Good 
154 Moody St., Lowell 6451 


JACK'S 
WILLYS SALEs ‘ 


51 Ford Convertible R&H 
48 Chey. Convertible R&H 
50 Chevrolet 4 door R&H 

49 Chevrolet 2 door R&H 

41 Ford 2 door R&H 

41 Pontiac 2 door R&H 


Lowell 
1375 Middlesex Street 


84 GRADUATE FROM 
WILMINGTON 
HIGH SCHOOL 


(continued from page 1) 


Lee A. Bull 
*Marion R. Carter 
Christopher 
mond C, Clifford 
Everett N. Cole 
*Marbara A. Connolly 
John D. Cooke 
Daniel F, Cosman 
Mary M. Crehan 
Maryann Curtin 
William D. Dalton 
Barbara J. Darling 
John Joseph Deeley 


Cynthia J. Dickinson 
Elinor J. Donahue 
Weston E. Draper 
Albert E. Ethier 


William P. Feeney 
Jean Fenlon 

Dorothy A. Fidler 
Donald P. Fleming 
Thomas A. Foley 
Barbara L. Froton 


CLEANING 


dust mix 


Edward F. Gilbert 
Eleanor Gillis 
*Barbara A. Gordon 
*Betty Lou Grant 

| Joseph E. Hakey 
Robert E: Haniilton 
*Dorothy M. Harnish 
Francis $8. Hoban 
Joan R. Hodgdon 
Lois A., Hollien 
E'izabeth A. Hourihan 
Marlene F., Iwanowski 
Fern E. Kelley 
Joseph LaCreta 
Jean E, LaRivee 
Ralph LePore 
Cornelius Lewis 
Priscilla Lyons 
James MacDonald 
Margaret L. MacDonald 
Thomas R. Mahoney 
David S. Manson 


Jere L. Melzar 
Marjarie A. Mills 
Louise C. Moriatty 
Ruth E. Motschman 
Beverly J. Neagle 
Priscilla R, Palmer 
Patricia A. Pilcher 
Janice M, Quandt 
Roger W. Quandt 
Joanne M. Reid 
Pauline M. Richard 
Walter Rogers 
Shirley R. Smith 
Pauline F, Surette + 
Robert Sutton 
Catherine A, Szuch 
Lillian R. Temple 
James D. Tighe 
Nancy B. Trow 
Ronald Ulrickson 
Beatrice B. Whalen 
Charles F. Williams 
Shirley Willworth 


James R. Manuel 
Margaret McGondel 
* Elected to Membership in 


President 
Vice-President 
retary 
Treasurer 
CLASS COLORS 
CLASS MOTTO 
CLASS FLOWER 
Miss Dorothy M. Harnish and 
Francis S. Hoban were #presented 


with a wristwatch, for Having. made 
the most improvement during the 


four years of High School. 

Miss Jean Anderson, the Vale- 
dictorian, was presented with tite 
Readers Digest Award. 

Weston E. Draper was present- 
ed an athletic award of $100, by 
the Alumni of Wilmington High 
School, money which had been 
raised at the Alumni football game. | 

There was no PTA award this| 
year. None of the graduates have 
indicated a desire to take up the| 
teaching profession. 


ST. THOMAS NEWS 


o_o 
Communion 
School 


Sunday is 
for the Sunday 


Next 
Sunday 
students. 


The Holy Name Society will 


Imagine! 


we each got an 


ELGIN 


watcH 
With the pont 


“In ourselves is either triumph or defeat 


the National Honor Society 


CLASS OF 1952 OFFICERS 


Ralph Lepore 
Jeanne Fenlon 
Dorothy Fidler 
Shirley Smith 
Maroon and Gold 


Carnation 


anova Hall, to hear 
David Goldstein, next Sunday. 
102. children received their 
First Communion, last Sunday, at 
the 8:30 Mass, celebrated by Fa- 
ther Shea. Communion breakfast 
was served to the children, after 
the Mass, by the Catholic Daugh- 
ters. 

Regular Social and Dance, 
day evening. 


A COMPLETE LINE OF: 


meet 


Fri- 


OFFICE SUPPLIES 


& EQUIPMENT 


For Information Contact 
Or 


This Paper 
Tel. LOWELL 8812 


THE MOST BEAUTIFUL 
WAY TO'TELL TIME! 


with water 
and the 


S. W. GRANT 


285 Main St, Wilmington 


Yes, 
your ELGINS at 


Henry Billauer’s 


on budget terms 


we bought 


327 MAIN STREET 
WOBURN 
ESTABLISHED 1921 


TOWN NOTES 


RAINFAIL 


There was 1.06 inches of rain on 
the Ist of June, and ,08 inches on 
the 6th. Still plenty water 
around, for the 
breed in. 


of 


mosquitoes to 


POTATC 
We know a local merchant who 
has been trying to please his cus- 
‘tomers. He bought potatoes at 
$10.00 a bag, and sold them at 10 
cents a pound. His customers ac- 
cuesd of him of profiteering, and 
he found out that he was averaging 
only 95 pounds sold, from each bag. 
He is quite happy over the whole 
thing, ) 
BUGS ETC 

A couple of our backyard-garden 
friends have reported quite a few 
cutworms, and we have noticed 
that the birch leaves are beginning 
to wilt again, indicating that the 
birch blight is still upon us. 


STRAWBERRIES 
The Theodore Thomas family of 
West Street picked several quarts 


of strawberries Saturday, Did 
anybody beat that? 

PEAS 
We have heard of a few places 
where the peas are blossoming out, 
and we suspect that the first feed 
of peas will be picked within the 
week, Who is going to get the 
Crusadeér’s Golden Pea Spoon, this 


BEST BONDED GRANITES 


BETTER WORKMANSHIP 
“The Most For Your Money” 


1122 GORHAM ST. _ Dial 9812 


LUZ BROTHERS 


FEARON 
SIGN SERVICE 


NEON SALES & SERVICE 
LOWELL 4-2551 


FOR MOTION PICTURES, 
PHOTOGRAPHIC EQUIPMENT, 
TAPE RECORDERS, SEE 


Gilbert & Kelley, Inc. 


LET US DEVELOP 
YOUR FILMS 


COOMBS 


Furniture Co. 


Furniture & Rugs 


Open. 9:00 a.m. to 9:00 p.m. 
50 YEARS IN 
Wholesale Business 


464 Mi 
TELEPHONE 
WILMINGTON S11 


CROSS & 


THE IDEAL PLACE TO B' 


418 MAIN STREET 
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year? Strictly ficticious, it is 
awarded to the backyard gardener 
who first picks enough peas, each 
year, to serve as part of the family 
dinner, Mrs Delaronde, of Mystic 
Avenue, is the present holder, She 
picked peas, last year, on June 14th 


WHO DO YOU KNOW 

IN DRACUT? 
We 
heard 


printed this quip, which we 
several weeks ago, and it 
come back to us in several 
ways, since then. 

It is apparent that two families 
do know people in Dracut. They 
have told us so, in tones that were 
partly amused, and partly indig- 
nant. 


The league reached the halfway 
mark of the season last week with 
the Center Seniors and North Wil 
|mington Juniors dominating their 
|respective divisions, Last week, in 
\the Junior Divisjon, North Wil- 
mington ran. its Mindeafted’ streak 

five games by wallopipg the 
Center 23—5 and then beating Sil 
ver Lake 28—1 
pitched superbly 
and was aided by the heavy bat- 
ting of Arthur Chisholm, Robert 
Doucette and “Butch” McFeeters 

It was the story ‘in the 
| Senior League except for the fact 
that the Center is still the unde 
feated team. It ran its string to 
five straight by defeating North 
Wilmington, 8—5. Despite Dickie 
Graham's grand slam homer and 
single, the Center managed to 
emerge the victor, “Altie” Syren- 
son's clutch pitclling and _ timely 
hits by Nicky Moore, Togtsie 
Downs and Red Branscomb gave 
the victory to the Center. 

On Friday night, North Wil- 
mington won its first game of. the 
season by beating Silver Lake 7—6 
It was a close game al the way but 
Chuck ,Flynn’s sound play at se- 
cond base and Fiorenza’s pitching 
for North Wilmington combined 
to beat the hitting of Filippone 
and the Duggan brothers of Sil 
|ver Lake 
The standing at mid-season 

follows 


Clifford Knight 
in both games 


same 


are 
as 


Center 
Silver Lake 
No. Wilmington 


Washing Machine 
, Repair Service 


eoeeee 
= ROLLS and PARTS © 
é FOR ALL MAKES Z 


” B, LONNES 


Ridgeway ave. Billerica 
Tel. Billerica 2433. 


STEWART 


UY OR SELL YOUR HOME 


DIAL WILMINGTON 2147 


levening at 8 p.m, 
1 h School family pic- | 


. | with 


| CONGEGATIONAL 


The North Branch of the L.B.S. 


‘will meet for a picnic at the home 
of Mrs. 
| Thursday at 1 pm. Members are 


Alvin Richardson on 


asked to bring their own lunch, 
and coffee will be served by the 
hostess. . 

The audio-visual 
sponsored by 
religious education, has been post- 
poned from Tuesday to Thursday 


demonstration, 


The Chure! 
nic will he held on Saturday at the 
Parker Reservation in North An- 
dover and the cars will leave at 
10:30 and return at 4:00. All who 
are taking cars are asked to send 
in their post cards to Foster™Bal- 
ser at the earliest possible mo- 
ment. 

Members of the Grange will at- 
tend the morning service next Sun- 
day at 11, There will be no fur- 
ther sessions of the church school 
until the Fall 

The Fireside Fellowship and 
Quaintance Club will go on all 
day picnics next Sunday, following 
an early worship service at the 
church 

The final meet of the eve 
ning group of the t Branch of 
the L.B.S. for the current year was 
held at the home of Mrs. Norm: 
Smith of Woburn Street, on May 
27th. Devotions were led by Mrs 
Alexander Goldsworthy followed 
by a secretary's and treasurer's 
report, During business meet- 
ing a food sale was planned to be 
held on Friday, June 13 t the 
home of Mrs, R 
Woburn Street, 2 
refreshments were served by 
after the business meeting 
adjourned. 


1 


the 


hostess 
was 


CIVIL SERVICE 
EXAMS AVAILABLE 


An_ examination has 
lished, by the Region 
First US Civil Service Region, for 
filling the position of clerk, 
salary range $2500 to $3175 a 
year, for duty in various deral 
‘Agencies in Maine, Massachu- 
setts, New Hampshire, Rhode Is- 
land, and Vermont, except for es- 
tablishments in thest states serv 
iced by Boards of US Ci Serv- 
ice examiners which maintain clerk 
registers. There 
training requirements; appli- 
cants may qualify on the basis of 
4 written test 

Application for 
written test ‘may be obtained 
from the local «secretary, Board 
of US Civil Service examiners, at 
first-class or second class 
Office, in Maine, Massachu- 
setts, New Hampshire, Rhode I 
land, and Vermont, or from the 
Regional Director First Civil 
Service Region, Post Office and 
Courthouse Building, Boston 9, 
Massachusetts, and must be fil 
the later office as to be 
received not later than June 24, 
1952. 


been pub: 
Director, 


or 


mission to the 


any 
Post 


‘| WILMINGTON METHODIST 


CHURCH NEWS 
Beginning Sunday, June 15, 1952 
the Methodist church will go on 
its summer schedule. Church school 
will be discontinued until the Sun 
day after Labor Day. The regular 
church service will be held at 10:00 
a.m. + instead 11:00 am. The 
pastor will preach a Father's Day 
sermon. Special music will be pro- 
vided by the choir. 
Monday, June 16, 
group will meet at the 


COAL 
$22.95 <3 


COKE 
$21.45 3 


CASH 

(2 Tons or More) 
Briquettes $21.90 
Pea Coal $19.20 


ASK ABOUT OUR BUDGET 
PLAN 


july study 
parsonage 


FILL YOUR BIN NOW! 
Pay as low as $7.01 


per month, 


No money down. First payment 
30 days after delivery. 


Frizzell Bros. 


TEL. WOburn 2-0570 


the committee on | 


PAGE FIVE 


MEMORIALS OF 


GRANITE 
MAI 


| DIGNIFIED 


| Courteous 


|| 417 SALEM STREET 


at 8:00 pm 
Ja study of the history and growth | 
Jof Methodism | 
|Thursday, June 19, the choir will 
rehearse at the church 

Friday, June 20 the first meeting of 
the new Wilmington Council of 
|Churches will be held at the home 
jof The Rev. Mrs. Stanely Cum- 
|mings at 8:00 pm. | 
}Sunday, June 22, members of the | 
Masonic Lodge in Wilmington will) 
Jattend the regular service of wor-| 
ship at the Methodist Church at 
}10:00 am. At this service new 
members will be recelved into 
church membership 


FOURTH GRADERS MAKE 
|TOUR OF HUB 
Upon completing the Geographical 
and Historical study of the Captiol 
of Massachusetts, Miss Pauline 
|Leiter’s fourth grade class at the 
center school, on May 28, 1952; 
rd an Astaview Gray Line Bus 
made a tour of Historic and Mod-| 
ern Boston 
A few highlights of the pilgrimage | 
were: 
\Jobhn Hancock Mutual Life Insur- 
ance Building tallest in New Eng 
jland; § House, Park Street 
Church; Old Granary Burial 
Ground Graves of John Winthrop, 
Paul Revere, Samuel Adams, the 
parents of Benjamin Franklin, and 
many others famous in history 
site of Boston Massacre, where 
was shed the first bood of the 
Revolution; Old State _ House; 
Fanieul Hall cradle of Liberty; 
Sumner Tunnell; Site of Battle of 
Bunker City Square starting 
point of | Revere on his famous 
ride; Bunker Hill Monument; 
United States Navy Old Ironsides} 
Old North Church and the Paul 
Revere House. 
The tour was brought to a happy 
ending with the class stopping at 
the Boston Garden amidst the 
beautlful surroupding of the beau- 
tiful tulips and pansies and the 
famed Swan Boats for their picnic 
and Swan F Rides. 
The weary but happy 
then returned to .Wilminton 
memories they will cherish 
remember’ all their lives. 
Mrs. Ernest Crispo 
Blanche Smolski accompa 
Pauline Leiter's class 
tour of the Hub 


BIKE RIDER IN ACCIDENT | 
Neal McCormack, 10, 126 
Grove Avenue, injured hié left 
arm when the’ bicycle which he 
was riding came into a collision 
with a car driven by Helen Fish, 
of Chelmsford Street, Chelmsford, 
June 8th, on Grove Avenue, Ac- 
cording to reports given ot the 
police, the McCormack boy was 
supposed to have hit the car. He 
was taken to Dr Kelman for 
treatment. Officer Fuller in charge. 


travelers 
with 
ana 


and Mrs. 
ied Miss 
on their 


Beautiful Lakeside 
TRAILER PARK 

~~". Enjoy outdoor 

Mine S, liviag a 

finest. We offer 

@ large, beautiful 

GM Trailer Park to 

ill your every 


P.O. Box 147, N. Billerica, Ma 


== 


DISTINCTION 
BRONZE 
LE 


Service 


Roessler & Sons, Inc. 
SHOW ROOM and PLANT 


WOBURN 2-1184 


The group is making CORRECTION TO ADDRESS 


The address, which the Crusader 
published, last week, |for Vince 
Anomanisto was in error, The cor- 
rect address is Pvt. Vincent Ano- 
manisto, U.S. 51098566, Co ‘B’ 123d 
AOMB, Fort Hood, Texas. 


JALOPY RACIN 
@ Top Stars Top Cars @ 
EVERY SUNDAY 2 P.M. 


HUDSON SPEEDWAY 
ROUTE 102 N. H. 


Every Tues. & Sat. Night 8 p.m. 
MEDFORD BOWL 


Revere Beach Parkway, 
Medford 


$1.20 incl. tax Free Parking 


KAXAAMAKAAAPNAKAANAANAA NNN 


Building Materials 


Concrete and cinder blocks, chime 
ney blocks, flagstone, lime, cement, 
wire lath, cornerbead, sand, gravel, 
common brick, face brick, colored 
cement brick, flue™ lining, lead 


fiashing, quarry tile, drain pipe, 
platform railings, steel basement 
windows, building columns, nails, 
fireplace dampers, angle iron, 
cleanout doors, garage drains, ash 
dumps, Heatilators and outdoor 
fireplace umits. Complete line of 
Masop’s and Plasterers’ supplies. 
Hoa Bros,, 29 High St, WObure 


WOBURN 
TELEVISION Co. 


5 MANN'S CT, - WOBURN 
Tet. WopurN 2-0459 


LASALLE 


REFRIGERATION CO. 
285 Main St. - WOBURN 27-1635 


LEARN TO 


DRIVE 


TEL. LOWELL 7382 


@ DUAL - CONTROLLED CARS @ STANDARD 
and AUTOMATIC SHIFT @ DIRECTIONAL 
LIGHTS @ COMPLETE INSURANCE COVERAGE 


Mer T ‘imack Street 


Near City Hall Square 


JOHN LA CRETA 

John LaCreta, of Burlington Ave., 
has a new address. It is now John 
La Creta, PNSN, USS R A. Owens, 
DDF 827, FPO, NY NY 


12 YEAR OLD BORROWS 
A CAR 
A 12 year-old boy and an obser- 
vant citizen of ading, who re- 
iported his suspicions immediately, 
to the Police, spelled the beginning 
and the end of an unauthorized 
automobile ride, Monday wight. 
The boy, who lives in Woburn, had 
walked to Wilmington, without his 
parent's knowledge, and apparantly 
acting ‘on impulse, had ‘borrowed’ 
@ 1950 Plymouth sedan, belonging 
to Bernard Bacon, of Andover 
Street, North Wilmington. The Ba- 
con car was one of several which 
were parked near the parsonage of 
the Methodist .Church, and was 
first noticed to be missing about 
10:30 pm. 
Shortly after this, the Wilmington 
lice received a call from Read- 
ing, where the police reported that 
a small boy had been picked up, 
after he abandoned a Wilmington 
car, on Ash St. in that town, An} 


‘Outside White Paint 
$2.50 & up per gal. 
a eee 
Galvanized screen wire 
Full Stock . Buy Now! 
Plastic Garden Hose 
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alert resident of Ash street had 
seen the boy get out of the car, 
which apparantly was out of gas, 
and “walk down the street. The 
citizen had called the polite, who 
promptly caught the youngster. 
The Wilmington police were called, 
and Officer Fuller and Chief of 
Police went to Reading, to bring 
the youngster back to the scene of 
the crime. He was later released 
in the custody of his parents. 

The Bacon car was reported to be 
nndamaged, 

The Wilmington police chief, Paul 
Lynch, commented that this was a 
good case of proving the value of 
an alert citizenship, Here a person 
whose suspicions had been aroused 
solved a crime in a very few min- 
utes by promptly calling the police, 
and Chief Lynch compard this to 
a case of about a year ago, when 
a bandit escaped capture, because 
a citizen of this town, who had ob- 
served him, failed to report his 
suspicions for three hours. 


HAROLD D. FULLER JR. 
Harold D. Fuller, Jr of Grove Ave 
has been transferred. His new ad- 
dress is A-3C Harold D. Fuller, Jr. 
AF 21290214, 3332 Stud. Sqd. Scott 
AFB, Illinois, (Box 91) 


MODEL CLASSROOM 
PLANNED FOR 

WALKER SCHOOL 

Clifford H, Good, Superintendent 
of Schools told the School Com- 
mittee, last Thursday night, that 
a model classroom is being planned 
for the first grade, in the Walker 
School. Work is being planned for 
this classroom now, and the actual 
reconstruction , will ,begin shortly 
after the summer’ vacation begins. 


New Projector for Schools 
A new projector is being bought 
for the High School, and a smaller 
portable one, for use in the grade 
schools, Mr. Good, told the com- 
mittee, At. the same time there 


To Use Roman House 

Tom Lafionatis, Director of Ci- 
vilian Defense in| Wilmington was 
present at the very beginning of 
the meeting, to request permis- 
sion for Civilian Defense to use the 
‘Widows Walk", on top of the 
Roman House, as an observation 
post. The Committee granted Mr. 
Lafionatis his. request. 


High School Cafeteria Well Run 


A letter was read by Mr. Good, 
from the State Bureau of Audit, 
and signed by John C. Stalker, 
director, concerning the High 
Sthool Cafeteria. 

Mr. Stalker reported that the 
audit, for the period September 10, 
1951 to April 30, 1952 had been 
completed, and that, in spite of in- 
creasing ‘costs, totalling $6110.50, 
because of increase of salaries and 
costs of materials, the cafeteria 
had done very well, financially. 

The cafeteria had served ai 
average of 774 persons each day, 
and the net loss for the period 
was $143.51 and that this was in 
spite of the fact that during this 
period the cafeteria had received 
only $33 in supplies from the gov- 
ernment, whereas in the previous 
year the cafeteria had received a| 
otal of $1997.70, in supplies free of | 
cost to the cafeteria, | 
Mr. Stalker commended Mr.| 
McMahon, High School Principal, 
for the manner in which the cafe 

teria had been handled. | 


Hoag Resigns } 
Albert Hoag, director of Manuel 
Training, submitted his resigna- 
tion to the School Committee, and | 
it was accepted with regrets. 


New Appointments 


Miss Mary Theodora Gibbons, 
of Melrose, a graduate of St. Re- 


will be a small portable labora- 
tory, for use of the eighth grade 
students. It will inelude a micro- 
scope, and the total cost will be 
$85. The idea, Mr. Good explained, 
is to interest the’ eighth grade 
youngsters in the study of the 


Master 


sciences, and thus encourage them 
to continue into High School 


gis, was appointed to be the 
French Language teacher, for the| 
coming year, in Wilmington High 
School. 

Miss Gibbons is to replace Miss 
Mary Daily, who is being trans- 
ferred to the English department, 
to take the place of Allan Harris, 
resigned. 


WILMINGTON STUDENTS 
GET LICENSES 


Wilmington High School  stu- 
dents, who have been studying the 
proper methods of driving automo- 
biles, under teacher Anthony De- 
Luca, passed their examinations 
successfully on June 10th. The ex- 
faminations were given to the stu- 


dents on Middlesex Avenue and 
Charch Street. 

Inspector Joseph ‘Greelish, of the 
Registry of Motor Vehicles stated 
after the examinations were over, 
that the students had done. ex- 
tremely well, and that their ability 
reflected favorably on their school 
and teacher, 


FATHER’S DAY 


JUNE 15th 
Remember Dad on His Day 
with a Gift He will Cherish 


* Jackets 
Sport Shirts 
Slacks 
Polo Shirts 

* Sox 

* Hats 

* Ties 

* Slipper Sox 

*' Slippers 

* Shoes 


Wrappine lr Up: 


GRAND: FINALS IN THE ROTARY CLUB TALENT COMPETITION 


Villanova Hall — Wilmigton, Mass. 


THURSDAY, JUNE 19 1952 * 8 P.M. 


FOR TOP HONORS 


SEE THE WINNERS OF THE PREVIOUS TALENT SHOWS FIGHT IT OUT 


$175.00 IN PRIZES! 


Weston Draper (Wilmington), Guitar and Song; Bob 
Colesante (Everett), Vocalist; Gerald Seminatore (Bur- 
lington), Guitar and Song; John Patrick McCarthy 
(Lowell), Vocalist. Janet Arsenault (E. Chelmsford), 
Pantomimist with Records. Mary James (Pinehurst), 
Vocalist; Donald and Patti Lesard (Lowell), Ecentric 
Tap; The Dawson Family (Lowell), Acrobats; Sandra 
Lee Delano (Lowell), Song and Dance; Dot Sanborn 
(Wilmington), Tap Dance and Song; Jean Wambolt 
(Wilmington), Singer; Sandra Harris (Wilmington), 
Guitar and Song; Al Richards & Son (Wilmington), 
Fiddle, Guitar and, Harmonica; Alan Pierson (Lymm), 
Song and Dance; Thomas Steffiare and Joyce Leavitt 
(Lynn), Song and Dance; Jean Lauzon and Anita Gri- 
mard (Peabody), Tap Dance; Peggy Arsenault (E.- 
Chelmsford), -Accordionist; Doris Pinette (Dracut), 


Tap Dance. 


GENE JONES 


of Ceremonies 
ADMISSION $1.25 


FREDDY 


GUERRA 


And His Dance Orchestra 


STUDENTS 75 Cents 


ce 


Ample Parking 
Open Evening, 


LETTER TO THE EDITOR 
Dear Editor, 

I wish to express my gratitude 
for the swell paper you folks pub- 
lish, (Wilmington Crusader) and 
send to the boys in the Armed 
Forces. As most of the jboys in my 
gun crew are ftom Boston and 
vicinity, we all get great enjoy- 
ment from your paper, An un- 
usal fact that New Englanders 
make Infantry men!! We 
have Rebels also and they are 
equally as good. I wouldn't be 
tight mot to claim them also. I'll 
say again thanks. Good luck and 
Best Of Health to you all 

Most sincerely, 

Cpl. “Ricki” Rich 

34 Section Light 

“F" Co. Ind. Br. 

Ist Marine Divisi 

c/o F.P.Q. San 


BELINI AD 

paper carried an 
advertisement sponsored by the 
Belini Corset Shop of Woburn. 
Through an error the ad stated 
that the store is open on Thursday 
evenings. Mrs. Bellini informs us 
that although that has been the 
practice in the past the store is no 
longer open on Thursday, evenings. 
For your convenience, howéver, the 
establishment is open on Friday 
evenings 


LOSES WATCH SUSPECTS 
HITCHHIKER 

Chester Ketchen of Salem St. Bil- 
lerica reported to the Wilmington 
police, at 7.20 pm June 9th that he 
was missing an Elgin Pocket 
Watch, and that he suspected a 
youth to whom he had given a ride. 
According to what Ketchen told 
the Wilmington Police he had 


1153286 
Machine Guns 
7th 


Marines 


ERROR IN 


Last week's 


Success... 


and fulfillment of their 


be sure to call. 


418 MAIN STREET 
WILMINGTON 2007 


Starts Here 


GRADUATION TIME, 1952 


First taste of success—more to come! We offer 
our sincere congratulations to the class of "52 
and hope for each and every graduate success 


Success starts too in appearance, in order to 
be successful everyone must look their best. 
We can help you do that with our modern 


laandry and dry cleaning service—next time 


BYAM’S LAUNDRY 


|ROTARY FETES 
|BASEBALL TEAM 

Guests today, at the Wilmington 
Rotary Club luncheon, are the 24 
members, and the coach, Mr. Con- 
stantine O'Doherty, ofthe Wil- 
mington Baseball Team. 

League Champions, in the Lowell 
Suburban, or perhaps tied for the 
championship, the boys of the team 
have played very well. The score, 
at the present time puts Wilming- 
ton in the lead, with 12 wins and 
2 losses. Punchard, now in second 
place, with 10 wins and 2 losses, 
‘can conceivably tie Wilmington, if 
they win both of the games re- 
maining to that team. Wilmington 
has no more games to play 


stopped, on Route 129, in Billerica, 
about one mile from the Wilming- 
ton line, to give a ride to a youth, 
whom he described as being 18-19) 
years old, 5° foot 6 inches, Dark 
pompadour hair cut, wearing gray 
pants and yellow jersey. The’ boy 
got off in Wilmington square, to| 
take a train, and after the boy had 


JOSEPH BEATON ON 
RESERVE DUTY 

Joseph Beaton, of King Street, 
teacher in Wilmington Junior High 
hool, has reported for a two 


left, Ketchen discovered that the | Cho r 
watch, whieh Hiad been on the seat, | “cers, tour of duty, at Fort Bel- 
borne voir, Virginia. A First Lieutenant 

g. in the 481#t Enginedr Aviation 


of Boston, he 
at Fort Belv: 


}Batallion 
into practice, 


RAINBOW GIRLS TO HAVE 


FOOD SALE 
engineering instruction that he has 
The Rainbow Girls Mother's Club|been receiving as a reserve of- 
will have a food sale, on the lawn, | ficer 
in front of Michelson's Shoe Store,| Lieutenant Beaton sedved with 
at 11 am Saturday. the 817th Engineer Aviation Bat- 
—_ -_———— talion, during World War II, and 
MOVE UP DAY AT wears eight Battle Stars, for serv- 


WILMINGTON HIGH SCHOOL ing in most of the major campaign’ 
in the European Theatre of Opera- 
Monday, June 9th was Move) tions. 
up Day, in Wilmington High| He is currently Company Com- 
School. Designed to acquaint the'mander of the 48lst Battalion. 


pupils with their next years studies 


and ‘the location of their next Boy scoUTS FATHER AND 
year's rooms, the pupils, and eighth Son SUPPER 
grade student, all participated in,” 

; ack A home cooked supper open to all 
brief excercises which will acquaint/ boy Scouts and their Dads, will be 


we years program Dads, will by 
theo WRN next Lents | Bee served on the day before Father's 


The Eighth Graders were spon-|S¢F¥ re 
sored, and assembled by the Stu-|Day, in the Old High School. The 
dent Council, Beverly Rounds was|Stpper is scheduled for 6:30 p.m. 
Mistress of Ceremonies, while Mr.|June Ith, and is free, Any Boy 

McMahon, Principal of|Scout will be admitted, on pres- 

, School spoke of ryles and| entation of one (1) Dad) at the 
regulations OY the High ‘Schoot,|40or. If a Scout's favorite dad i 
ENS oe Webber. Dean of| able to attend, the Scout may 
Lays os |borrow a dad from somewhere else. 


Girls, spoke about manners which 
are expected of pupils in the High 
School. Arthur Lynch, vice presi- 
dent of the Student's Council ex- 
plained all the different courses 
to the incoming Freshmen 


ACCIDENT ON MAIN STREET 
A car driven by Ralph J. Betty, 
of Shir venue, Lowell, was 
struck by another car, dreven by 
David Humphrey Jr., of 32 Chest- 
nut Street, on June 8th, across 
from Louie's Gas Station. 
According to reports the acci- 
dent, which happened at about 7 


4] \ p.m.) was caused when. the first 
car stopped suddenly. Miss Carb- 
line McCusker, a passenger in the 


second car was taken to\Dr. Fagan 
for treatment of injuries” received. 


|RACOON PATROL 

SCOUT NEWS 

The weekly meeting of the Ra- 
coon Patrol was held on Wednes- 
day, June 4, at their regular meet- | 
ing place. William Rosa, the leader | 


presided. The following scouts 
were present | 

William Rosa, Anthony Pupa, 
Andrew Pupa, Anthony Mar-| 
miani, William Finney, James| 
Coombs, Caton Monteiro. ~ Dues | 


were collected. Projects were pre- 
sented at the meeting and the boys | 
decided to keep the projects at the 


meeting | Guests were Tom 

Coombs and Wally Rogers. 
Racoon Patrol Reporter, Wil- 

liam Finney. | 


ambitions. 


SOSRIST. «ae &. } 


WILSON STREET 
NO. BILLERICA 8874 
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IT WASN'T THE HEAT 
IT WAS THE HUMIDITY 


It was hot Sunday evening, and 
an out of town man, visiting 
friends in North Wilmington 
wandered off in search of some 
more refreshments. North Wil- 
mington, unfortunately, does not 
have any of the type of establish- 


ments for which this gentleman 
was looking, and he settled i 
for a telephone booth, 


North Wilmington Station, 

After a while the telephone op- 
erator became distinctly annoyed, 
and called the police, who very 
obligingly gave him a larger booth, 
in back of the police station, in 
which to do his talking. 

The Wilmington Police expe- 
rienced no difficulty in getting 
their guest into the police cruiser. 
He took one look, and climbed in, 
murmuring, “My friend, Bob 
Evans!" 


THE “NO PARKING" SIGNS 
ARE UP 

The Highway Department 
erected > PARKING" 
along portions of Grove 
adjacent to the lake. 


A Pair of \Skirts 


has 
signs 
Avenue, 


whole outfit is dou! 

because it is made of 

galine of Celanese 

= resistant and wrinkle- shedding 
‘The folded cuff on the jacket is 


able 


The following are but a few 
Gutters 

Roof Shingles 

Builders Hardware 

Picture Window Units 


Titeboard 

Plywoods 

Coiling Tiles 
Plasterboard 

J-M_ Wall Board 
Insulation of all kinds 


Goodall-Sanford- 
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MOTOROLA GETS 
RADIO CONTRACT 


The Motorola Radio Company 
hag been awarded the contract for 
the installation of the short-wave 
radio station, voted b- the towm 
at the last town meeting. The 
contract. price is $2994. 


The contract includes a Base 
Station, complete with antenna, 
and 6 Mobile Station, two of which 
are to be with the Fire Depart- 
ment, and one each with the Police 
Highway and Water Departments. 
The Town Manager’s car will have 
the sixth mobile station, Provisions 
are being made so that the mobile 
stations can be shifted from one 
car to another, in order to equally 
distribute the amount of wear, and 
to afford chances for repairs, etc, 
without Joss of service. 


Installation wil be held up, pend- 
ing approval of the Federal Com- 
munications Commission, The ap- 
proval, for that Commission, it is 
understood, is in the hands of a 
Mr. Slowie. 


SS 


duo-ed with 
feminine 


Jack Smith, who hi 
nearly every popular 


‘singer on the air, Is himself one of. 
jo's most sought-after songsters 
— as fan mail to his CBS alrer, 


NO DOWN PAYMENT 


UP TO 36 MONTHS TO PAY ON 


HOME IMPROVEMENTS 


Reading Lumber Company offers an easy payment plan 
with payments as low as $5.00 monthly. 


Excellent opportunity to paint, repair or remodel your home, 


build game rooms, garages and attic rooms. 


READING LUMBER CO. 


the “Jack Smith-Dinah Shore-Ginny 
Simms Show,” fully, attests. - 


of the many items we carry. 
Knotty Pine Paneling 

Fence Materials 

Pittsburg Paints 

Doors and Windows 

Interior Trim 

Medicine Cabinets 


Oak 
Overhead Garage Doors 
cake en inome 


RE 2-2211 
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ein Akos WINS | with the Reading Chapter; which| mington, Cambridge, Medford and RABBITS STOLEN AMBULANCE CASE " 
sang in Villanova Hall, tase fall, for | Lowell were, present, and a good | ya, sticenaatl Sekt Francis King, of 112 Main 
‘ - ; | the nefit of the Wilmington | time was had by 5 j. -Andrew Tupa of Kendall street, was taken to St. Joseph's 
‘The Reading Chapter of the Soci-| Rotary Park. - Bill Durkee, of ———-_—— reported to the police that eight | ospital Se Lowell, da S; Police 
ety for the Preservation and En-|Salem Street is one of the basses] BOY CUTS ARM rabbits had been stolen, from his! ambulance, on June 7th at 6:40 
couragentent of Barber Shop!in the Chapter. Gary Campbel, of 28 Clark home,. sometime during the night pm. Officer Shepard driving. 
Quarter .Singing in America has eee Street, cut his hand and arm badly, of June 8th.  ————— 
again won the Northeastern|NANCY MARIE PICANSO when he fell through a window, FIRST AID TO 
Championship, in a contest sing] | 2 ae at 6:30 pm, on June Sth. Mrs. WRIST WATCH 10 YEAR OLD BOY 
held in Lynn, last Saturday night.| Naney Marie Picanso, the|Barbara Maloney of 31 Clark REPORTED STOLEN Bernard Madore, 10, of 9% 
In a contest against teams from ali|@aughter of Mr. and Mrs. Louis} Street ‘called the police, who re- Boutwell Street, received First 
of New England, and part of New| Picanso of Salem Street, was the| sponded in the cruiser, driven by) A man’s Waltham wrist watch, | Aid from Sgt. Sidelinker and Offi- 
York, the Reading Chapter re-|suest of honer at a party held at) Officer Markey valued at about $40.00 was report-'|cer Fuller, of the Wilmington Po- 
dained their rights to the crown, |the home of her parents on May] The Campbell boy was taken tojed stolen from the home of Lena] fice Department, on June Sth, 
with Providence Rhode Island tak-! 29th. | Dr. Kelmon’s, who told the police | Margy, of Main Street. The theft/when he fell and injured his knee. 
to take him to St. John’s Hospital, |was supposed to have been on|He was then taken to Dr. Fagan, 


ing second place, and Hartford| , Nancy, who was four years old, 
Conn. third. received many lovely gifts, Mai ylin Lowell, At St. John's the doc-| June 2nd or 3rd, but the report to|where 5 stitgh@s were needed to 
Wilmington audiences are familiar | friends and relatives from» Wil-) tors took 32 stiches. lthe police was dated June 6th. close the cut. 


What's “in the works” at G. E. <— - - THE | 
LESS BUSINESS 
WE DO ALERE 


But We’re Ready For Any Emergency 


This modern, completely equipped G-E Dispensary is 
one place where we don't like to be busy. But it is com- 
forting to know that we have highly skilled medical people 
—five doctors and other members of the staff including tech- 
nicians and medical attendarits right at local G-E plants — 
right on hand in case of emergency. 


In addition, G. E.'s Medical Division has all the latest 
equipment necessary to help 25,000 local G-E employees to 
better health — such equipment as modern infra-red lamps, 
diathermy machines, whirlpool massage units, and X-ray 
machines. Mostly we care for on-the-job cuts, bruises and 
colds, but, for emergency use, there’s even a complete op- 
erating room far better equipped than that of many small 
hospitals. a 


Just as important as caring for emergencies, the local G-E 

Medical Division performs many functions to prevent sick- 

“ness and the spread of infection. Every new employee has 

Lapses ofits ea a acaers ae pcipesh om heave & gh dical ination bebre ing at 
G-E employees should come to the Dispensary no matter how G. E, In addition, chest X-rays are available to all em- 
minor the injury. Immediate attention often stops the spread ployees. What's more, whenever an employee is out sick 
for two weeks or longer, he is checked by the Medical Divi- 


of infection.” 
sion before returning to work. 


All these precautigns help keep General Electric a mighty 
healthy place in which to work—a primary reasoy why 
“G. E.” means “Good Employment”, 

A 


EXCELLENT MEDICAL AT- 
TENTION is available for all 
| G-E employees. Shown here 
toatl McAllister of Lynn, 
| Technician in the X-ray room 
at the West Lynn Work? LATEST teh realtor 
Dispensary. A brand-new, fully 
ambulance is the pride of the’ 
River Works Medical Divi- 
sion —insures prompt medi 
cal attention for an injured or 
sick employee. 


RIVER WORKS..,WEST LYNN WORKS 


GENERAL @® ELECTRIC 
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CUTE T AE | SAVE 


ON NEXT WINTER'S FUEL!! 


Here’s the revolutionary new central heating system for 
any home. Nothing like it anywhere! Perfected by 
Coleman, world’s largest manufacturer of home heating 
equipment, It puts central heating on a new low-cost 
installation basis; puts it within reach of families that 
wanted it but couldn’t afford expensive installations! 
Before you spend a cent for home heating, investigate 
this wondrous new central heating system. Then make 
your choice, But see Coleman BLewp-Am now! 


Pays For Itself In Comfort and Economy! - Rape te Pe 
2 jere are eo simple parts o' oleman 
See Us Today For Demonstration ; nN cae id Se 


| 5 eh J) cere 
Maclellan’s © | 44 == 


Rural Appliance Center COMPLETE! 
ROUTE 38 TEWKSBURY 


tT 
OPEN EVENINGS — — Tel. LOWELL 7106 works! 


“We are known by the customers we keep.” 


LOOK 


Fér Jack Moore’s Television News printed elsewhere in this paper, You'll 
find the column packed with wonderful hints on how to get the most enjoy- 
ment out of your T. V. set. Jack is our T. V. Service Manager and writes a 
highly informative column—follow it every se * 


\ 
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the next President, and have his!at Valles. 
EXPLORE MEXICO picture taken! Mexico City is about 800 miles 

Louie and Dave Elfman, dele-| The boys’ drove in Louie's Cadil- South of the Border, and sits about 
gates from the Wilmington. Rotary !lac, stopping enroute to visit |/000 feet above sea level. The cli- 
Club, to the International Conven-|George Harnish, now a Marine at)™ate was wonderful, the tempera- 
tion’ of Rotary in Mexico City,|Parris Island, and to take a tour|ture wonderful, the peope wonder- 
have returned. Louie, the Cru-jof Florida, where they visited Ko-|{ul and there were no mosquitoes. 
sader’s Foreign Correspohdent, has /bert Gagnon, with the Air Force Rotarians from all. over the 
failed however, in his appointed|ac Panama City. world were there, Rotarians from 
task—he did not bring back a pic-| Entry into Mexico was by~way)Africa, Japan, Europe, and any- 
ture of the President of Mexico,/of Laredo, using the Pan Ameri-|Where else that ‘ome can mention, 
The best that he could do was tol/can Highway. The road was won-;cxcePt from Iron Curtain coun- 
stand beside an eléction poster of|derful, and they stayed overnight |‘Ti&s. © 

* What Dave Saw 


Dave and Louie may be brothers 
but they have their own individual 
outlooks, 

Dave saw a country progressing 
rapidly, under President Miguel 
Aleman, Th the rural districts, 
where the people are in ‘abject pov- 
living in thatched roofed 
with or without windows, 
|Aleman is establishing a public 
elementary schools so that the: na- 
tives, about 90. percent Indians, 
can have an opportunity ‘for educa- 
tion, and thus.in time elevate their 


LOUIE AND DAVE 


TEWKSBURY SUPPLY CO. 


MAIN ST. — Tel. LOWELL 3-7744 —, TEWKSBURY 


Sir Mac * Paints 
Custom Made — Stock Sizes * Tools 


* Hardware 
* Lumber 
* Gas Stoves 
* Refrigerators 


é * Domestic Hot 
Cabinets Water Heaters 


H | Federal District, where 
|Mexico City’ is situated, Dave, was 
Jimpressed by the modern skyserap- 
Hlcrs, standing side by side with old 
|antiquated buildings. In the Na- 
e Arts, where 
put on tor 
Rotarians, Dave listened with 
ciation to Senorita Esperanza 
a world foremost pianist. 
The democracy of the area was 
to Dave, one of the most import 
{ant things. 
Senorita Cruz, he discovered, had 
been educated entirely at govern- 
MH |ment expense. She was from a 
very poor family, and the goveru- 
ment had not only seen to her 
» [education in Mexico,’ but, ¢because 


CHRYSLER SARATOGA 
6-PASSENGER SEDAN 


DON'T LET YOUR WIFE DISCOVER THIS T0O-LATE ! 


Women by the thousands are discovering in the less foot pressure. She'll appreciate Chrysler's 
beautiful Chrysler Saratoga the easiest “big car”  Safety-Cushion dash panel. And in cas¢ of a blow- 
of all to handle... the most generously comfort- out, she'll have the assurance of Safety-Rim wheels 
able to ride in...and the most instantly responsive that won't “throw” a tire. 
to their command. : How about comfort? Come, both of you, for a 
That's why we say to you...and your wife...  Tidel.. . . feel how those amazing Oriflow shock 
“Come in and see for yourselves what the Saratoga absorbers “liquidate” even the worst road bumps. 
does for you.”” And do it now, before you decide'on  Chair-high seats plus big, big windows let even the 
any car... not later, when you may regret not _ tiniest little Iady see out properly. Doors open 
having all the things you can hage in a Saratoga! wide . . . and she can keep her hat on! 
Yes, it ie a big car with big car power... 8 Here, in short, is the car beautifully designed for 


breath-taking 180 H.P. performer (the most revolu- _ ™em and women. The liveliest, best handling car in 
tionary V-8 engine in 25 years) that answerstothe  Ameética. The ear you'll both be glad you saw fret. 


touch of your toe with delightful gusto. And it | Why not stop in today? 
' i i! NOTE: P St indard on Crown 
doesn’t call for premium fuel, either! isc goer he ba 


Does your wife think there’s too much ear here 
to handle? . . . let her try its Power Steering that 
doés 4/5 of all the steering work and gives five times 
greater control on the road and when parking! 

Is she safety-minded? Chrysler Power Brakes give 
her quicker, safer stops . . . with up to two-thirds 


CHRYSLER 


THE FINEST CAR 
AMERICA HAS YET PRODUCED 


— ene 


ROCCO’S 


st, but a visit to the Syna- 


of her promising talent, had also )religic 


been sent to Europe for further |gogue ¢onvinced him 


study, all at the expense of the} During the days of the Spanistt 
government, _ |inquisition, a Jewish nobleman, of 
|"“There is absolutely no racial | Spain, emigrated to the new world, 
or religious discrimination, that I/and with a few fellaw religionists, 
lcould find, in Mexico. People,|conyerted an Indian tribe, to the 
white, brown or chocolate in color,| Jewish Faith, These Spanish Jews 
all considered themselves as° ‘Bro-|intermarried with the India and 
ther Mexicans,” said Dave today this tribe, ofp abqut 200 In- 

The government there, today,|dians, still carries yoveafter 500 


is doing everything? that it-can to! years 
encourage the influx of foreign | 


; Lobie- made fast friends with 
capital, first, by the sale of Mexi 


j exis come. of these people. He: attended 
Saat Sateen. 3onds, aera services in. their Synagogue and 
teed by the government of Mexi:|was a guest in their homes. One\of 
aves we vote tic oe fi iv these Mexican Jews, voluntarily 
ico, which bonds y neal sa 6 Il ove exico City, 
guided Lovie all over Mexic y, 
Soe eee aay second, bY /to the places net ordinarily seen by 
low tax rate swer than we F 

F . the tourist 
have here, to encourage nationals | m4 emt. soots geen was the 
of other countries to come, with|wrhicves Market.” This was on’ # 
thei money. = and help develop |treet that was apparently. rarely 
wea ss aba oe 'S:| visited by the police, and there 
exico City today ‘has become | were regular stands,’ on which 

1 


largely cosmopolitan, with modern |materials supposed to have been 
edifices, a city growing, and com- | (continued on page 3) 
parable to the larger cities of the] 
world. Just outside the city, 2 Na- | —$—— 
tional University is now located, ; 
which is being built by the govern- HELEN LEE'’S 
ment, and it is a small city in it- OPPE 
Tun The Belle Aris, The Sciences, || BEAUTY SH 
and many other courses are offer: “tni 5. 
ed. A new football stadium is be Wilmington Square 
ing built.” Wil. 2698 
Dave feels strongly that-we of] ——$————— 
the United States should extend! 
a helping hand to our southern | 
neighbor, to help them preserve 
themselves as a strong bastion of M] The SAY CLUB Inc. 
democfacy, such as they now are.| 
What Louie Saw } | ear ——-- F 
While Dave was exploring the “At The Airport” 
cultures of Mexico, his brother | ——__— 
Louie was occupied in other ex-| 
plorations. | FOR MEMBERS 
Louie would set out, on foot, in wists 
beafeh of cates One atteraoan he |p|, “AND. INVITED AG 
was walking dwn a street, looking ORCHESTRA FRIDAY 
s vl id 5 Eng- 
for someane who could spear swish |{| AND SATURDAY NIGHTS 


lish}; and he discovered a Jewish 
Indian. Louie wasn't certain at 
first, that he had discovered a co- 


“FRESHLY BAKED RIGHT HERE AT HOME” 
SPECIAL RATES FOR’ PARTIES 


SILVER LAKE BAKERY 


Route 38 - South Tewksbury - Tel. Wilmingtin 3345 


WEST WILMINGTONITES 
ACOMPLETE food store 


For Your Convenience 


N. E. PROVISION COLD CUT MEATS 
“NEPCO BRAND” Frankfurts 


CANDIES — FROZEN FOODS 
Everything For Your Household 


M’S VARIETY 


FRED F. CAIN, INC. 580 MAIN ST. 
WILMINGTON, MASSACHUSETTS 


Corner Shawsheen Avenue and Hopkins Street 


Wil. 3393 — Open from 7 a.m. to 11 p.m. 
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Tt witincron, causa, WEDNESDAY, NE 1.182 __laa 
HSU 


Want Ads may ‘be placed by calling Lowell 8812... Rates available on request 


‘Appliances 


CLAPP & LEACH, INC. 
“The Electric Store” 
Electri Contracting 
Fixtures - Supplies 

sae Television— 


liances 
J Ash Street Reading 


2.0750 
RUDERMAN’S 
(Maytag Washers - 
Frigidaire Refrigerators. - 
Philco Television & Radio 


Tel. Reading 2-1217-J 
SS 
* Automotive * 


CARLTON & GRAY, INC. 


FORD 
Parts - Sales - Servica 
ised Cars— 
Main & Minot St. Reading 
el. 2-0424 


For Better Used Cars 
At Lowest Prices, Call 
GLADSTONE BROS. 
MOTOR SALES, INC. 
BILLERICA 8167 


——— 
JOHNSON & SWANSON 
Automobile Painting 
Radiators 


It’s Walker’s 
FAMOUS for CAR VALUES 
Open Evenings ne fi “eg Sat.) 


OLDSMOB! 
Sarge ard 
*431 Main St. Ww. 


SMART & AKESON, INC. 
29 Winn Street 


Woburn 
FORD SALES & SERVICE 
WOBURN 2-245 


* Bakers * 


‘WEDDING CAKES, “any size and 
rice. Birthday Cakes, etc, from 
fi 50. Party Cakes, etc, to your 
plan. Come or call Woburn 2-173 
and talk it over. We will please 
you, Delivery arranged. Emile 
Marquis, 83 Central Street, 
Woburn. WOburn 2-173. 


* Clothing * 
The Latest Styles At 
G & S DRESS SHOP 
Ladies Suits - Coats - Dresses 
‘Sportswear - Skirts - Blouses 
At Manufacturers Prices 
“Quality at Savings” 
46 Main Street Weburn 
SPRING REVIEW 


of 
SUITS, DRESSES, BLOUSES 
HATS — eRe 


MARIAN’S DRESS SHOPPE 
453 MAIN STREET — WOBURN 
FREE PARKING 
IN REAR OF STORE 


FATHER'S DAY SPECIALS 
Men's Leather Belts, $1. Leisure 
Gab Hats, $149. Sport Shirts 
$2.98. Short Sleeve Sport Shirts, 
$1.59. Chino Pants, Tan and Gray, 
$3.69—Shirts to Match, $2.95. 
Socks, reg. 49¢ value, 3 pairs 3. 
Girl's Fancy Shorts, $1.29. Boy's 
59c. Men's, Women's 
SHOES from 


next 
WILMINGTON. 
TED'S SURPLUS STORE 
A Full Line Of 
WORK CLOTHES 
At Prices That Save 
Men's Jackets from ~~ 
281 Main Street Woburn 
“Te will pay you te drop fe and 


USED FURNITURE - 


CARROLL & RANDELL 
Roofing - Plies. Dh whom 


Telephones - Wines 2-749 


PAPER HANGING 


ng 
Tel. Wilmington 2254 


M. J. PELLERIN 
Painter - Decorator 
and Paper Hanger 
295 Burlington Ave. Wilmington 
WILMINGTON 2164 
ALL WORK GUARANTEED 


* Drug Stores * 


McLAUGHLIN’S 
REXALL DRUG 
@ Prescription Dept. 
@ Sick Room Supplies 
Sundries 


Main & Cereb St. 
Telepbone 


SERVICE MAN SELLING OUT 

FOR SALE: Year ‘round home on 
Groye Avenue, Can be. used as 
a single or 2 family, Will sell 
furnished or unfurnished. Built 
5 years ago. Home completely 
insulated and includes oil heat, 
fireplace, full basement and built 
for comfortable living. If in- 
terested, write to M/Sgt. James 
Grider, 4913 E, Pima, Tucson, 
Arizona. 


All. kinds. 
Low prices. Sewing machines $10 
up, gas ranges, lamps, pictures, 
books, glassware, bric-a-brac, all 
sorts of things. We buy and sell 
anything old. Open Sundays. A. 
Gersony, BUrlington 7- or 
write Burlington Trading Post, 
Route 3, Burlington, Ma: 


* Floor * 


* Coverings * 
McSHANE 
Floor Covering Co. 


ARMSTRONG'S LINOLEUM 
byxemeh™? Holmes - Magee Carpets 


Installation 
Wal 


Expert 
82 Albion Street 
CR 9-2896 


Tel. Woburn 2 
J. & I. LINOMART 
Complete Line Of . 
Nationally Advertised Brands of 
FLOOR COVERINGS 
Rubber Tile - Asphalt Tile 
* Wall Covering 
Expertly Installed by Factory 
Trained Mechanics 


494 Main Street Woburn. Mass. 


* Hardware * 


CENTRAL HARDWARE CO. 
Modene 
Paints and Varnishes 
Sheet Metal Work - Furnace * 


437 Main St. 


WOBURN HARDWARE 
PLUMBING SUPPLY CO. 
Heating — Paints 


* Printers * 
. Wedding 


* Insurance * 
JOHN F. GLEASON 


JOB PRINTERS . 


Complete Insurance 
Field Underwriter - Mutual Life 
Insurance Co. of New York 
80 Florence Avenue Tewksbury 
Tel. Wilmington 2671 E 
ALLEN F. DRUGAN 
General Insurance . Agency 
18'Glen Road Wilmington 
Tel. Wilmington 2348 


Appraisers Commision Broker 


4 \ewspaper. 
Or Call Stanley J. Bocko at Bil- 


ct Restaurants ai 


eau ESTATE. 
Investment Service GEORGE'S 
See eee) ul 
e cabs 4 WILMINGTON 
Harold Mc! “Let's all say a Prayer 
Mane Neter Pathe for the boys over there.” 
* Jewelers * rena 
ee + Reperagon * 
H. $. SORENSON CO, INC. | —————_—_——- 
10 Albion Street CRY 9-li2z0 REFRIGERATION SERVICE 
aoe ee ae CE p| toxstboll, Commercial snd Indas- 
stab end Jewelry Wi Anywhere ,withia 25. miles. Mini? 
* Keys Made * Bi : 
KEYS MADE WHILE YOU : 


eas ea 
* Sport Stores * 


A. & C, SPORTING GOODS' 
7 Walnut % Fess Gerin’s & 


WAIT. Get that key you need 
NOW! Atl solid brane Price Pine- 
hurst Hardware & Supply Co, 
Boston Road, Pinehurst. Tel. Bil- 
lerica 


ey pay 
- tering Sporting Goods and 
Bought thd Sold for ALL Occasions 
Fishes Tagkle- Optboard | Jackets - Sweaters - Team Supplies 
HICKS’ SPORT SHOP A Specialty 
1s rr ae ‘i Wohe Cel | saammee asst asp Pee eS?! 
Lect! * Sand & Gravel * 
* Lumber * 
Sand Filling 
UPTON LUMBER COMPANY 
Lumber and Building Materials, Staves hoes 
Re aanee Aaiet 
NO. READING - TEL. 45-2, VAN’S 
ee 
Tel. Call Wil, 563 


WILMINGTON 
BUILDERS SUPPLY CO. 


WILLIAM L. RICH 


LOAM - SAND - CINDERS 

BRICK. - GRAVEL « STONE 

Washed and. Banked Gravel 
669 MAIN STREET 


WOBURN LUMBER Tel. WIL. 2332 
& SALVAGE COMPANY - 
Second Hand Lumber - Brick * 
Building Materials of all Kinds Travel * 
a TRAVEL INFORMATION — 


Tel. WO 2-2492 
24 Conn St. Woburn, Mass. 


Se 
* Movers * 


For reservations on Airplanes, Ships, 
Trains and at Hotels anywhere in 
the U.S. or Foreign countries, Call 
WoOburn 2-1234. J, F. McGrath, Jr. 


E. V. RONAYNE * 7 
FURNITURE MOVING | Wanted 

P ACKING CRATING Se E| WANTED Late Model wrecked 
59 Nichols St. Tel. Wil. 2641 and burnt cars for parts and 

salvage. Top prices paid. Tel. 
Maven 7 Packing Ko Storage | Woburn 2-298, Woburn Auto 
Mer AL & LONG. DISTANCE Parts, 240 Mishaum "Road 

oburn. 


We operate our own storage 
Warehouse 


KELLEY & HAWES 
ge eats co. 
Winchester 
WINCHESTER 6-147 


* Plate Glass * 


5 Park 


NO. READING 
AUTO PARTS 


ary 

erpeces 

Store Fronts - Mirrors Re-Silvered 
‘Auto Glass While You Wait 
Table Tope and Desk Tope 


OF USED PARTS 
Route 28 « No. Reading 244 


-sell-hire, use 


DAY NURSERY 


an half Approved 
Boned of Heside Trams 
arranged. 


BETTE 


SMITH BECOMES 
BRIDE OF FRANKLIN WARD 


Miss Bette Jane Smith, the 
daughter of Mr. and Mrs. Charles 
T. Smith of 1197 Commonwealth 
Avenue, Allston, became the bride 
‘of Franklin Albert Ward, the som 
of Mr. and Mrs, Charles C. Wara, 
of 21 Shawsheen Avenue, at a 4 
p.m. ceremony, on May 3lst, in St, 
Luke's Church, Allston, 

The bride was attired in a cos- 
tume of light grey, with white ac- 
cessories. She wore @ ¢ 
white roses and sweet She 
was given in marriage by fa- 
ther, and the Rev. Easton Cross 
united the couple. 

The Maid of Honor was Miss 
Virginia Marshall, of Medford, 
who wore a corsage of red roses 


The. bride’s mother and ‘the 
groom's mother were similarly at- 
tired ine grey suits, and wore simi- 
lar corsages of roses, 

After the ceremony a reception 
‘was held, at 1197 Commonwealth 
Avenue, Allston, with a beautiful 
decorated table, with wedding cake 
and white satin, The guest book, 
too, was of white satin, 

The bride chose a grey traveling 
suit for the wedding trip, which 
is to New London, N.H. and the 
White Mountains. The couple will 
make their home ‘at 1189 Common- 
wealth, Allston, after June 6th. 

Miss Smith is a graduate of 
Brighton High Sauinot a member 
of the Rainbow Girls, and is as- 
sistant manager of an Allston 
Store, while Mr. Ward was edu- 
cated in Dedham High School, is 
a member of Friendship Lodge, 
AF & AM, and is employed by the 
Boston & Maine Railroad. 


——[{_—_——— 


seeeeees Weddings 
seeeee Banquets 
. . Insurance Photos 


—o— 


Joe 
Martin 


LEXINGTON ROAD 
BILLERICA 


Tel. 8003 
—@— 


Staff 
Photographer 
The 
Wilmington 
Crusader 


sssssenteeenensstnscrnapiscossonaeonuaetnorornanscevsesnsnnesnnner sesnesenafS 


them today! 


Postmaster Henry Porter an-| HUGHES LUMBER ‘MASTER WEDS DIFFERENT MODEL CRUISER 
wmenees that & aew tail service’ : : The East Branch of the LBS 
The Hughes Lumber, Company| A wedding of ‘local-interest took| Paul Lynch, Chief of "Polit of |the Congregational’ Church, will 


—_— ——— oe oy en 
PAGE TWELVE THE WILMINGTON CRUSADER, WEDNESDAY, JUNE 11, 1952 
iE EEE meee 
NEW MAIL SERVICE UNIQUE. SAWHORSE AT FORMER ASSISTANT |PoLice REQUESTS EAST BRANCH FOOD SALE 
of 


for residents in the center of “iffy” } 
Th now handles the “Jiffy” sawhorse }place when Nancy Kempton, the|Wilmington, has written to the hold a food sale, on Friday the 13th, 


Wilmington has started. a 2 A Wi, 
Le yeage ‘he [Brackets These brackets are uni-(daughter of Mr. and Mrs. William|Board of Seleetmen, asking that 
at 2 pm,, on the lawn of Mrs Dor- 


he a pick-up, at 7:00 a.m. from the k 
que in that the user is able tovset|Kempster of Dorchester, became) a Police Cruiser by 
mailbox, st the corner of Middle- ‘ang na ta the Wikningfon Police, othy Babcock, ‘at 642 Woburn: 


sex Avenue and Church bi up a good stusdy “horse” in short|the bride of Edward Alfred Swen-|vided to the Wilmington Police 
mear' the northern corner of, the| me... The hafdysman can set up/sony of this town. Department, The letter was pre- | Street. 
a sturdy. sawhorse in a jiffy with-| They were swed Memorial Day|sented to the Selectmen at their 


Common. Mail in this . 
time will be Bae ee ee out nails, serews or bolts. Use 2x4’s|in theSouth Church of Portsmouth |Monday might meeting, and re- 
im the Wilmington Post Office ares | {F. legs; 2x4, 6, 8, 10) or 12 for|New Hampshire, where the brides |quests that action be taken to sup- 
the same day: It will also be de-|CTossbar. Brackets are rugged for|parents were wed 25 years ago. plant or otherwise provide the| 7, ; . 
livered to the ‘North Wilmington |€VerY use. They're really swell and|Rev. William Safford Jones, D.D.,) Department with a Police ‘Cruiser | The graduating class of the Wil- 
Post Office, that same afterncen, |the cost is negligible—perfect for| performed the ceremony, othet than the present Pane{|™ington High School went on an 
en ee. carpenters or just to use around| The bride, given in marriage by |Truck. cating, 10 Cadobie Lake, New 
M4RYANN CURTIN .ENGAGED| the house. Jack invites anyone 1d{her fathers was lovely in gown of| The letter which Mr, Lynch| Hampshire, on June 9th. The party 
drop in for ‘a no obligation demon-)white lace, marquisette with seed-|presented .to the Selectmen fol-|/¢ft the High School, at 9 a.m. in 


HIGH SCHOOL SENIOR PICNIC 


Mrand Mrs. William P. Curti , i Mi 
of Glen Road announce aie 4 Stration anytime. pearl crown and fingertip veil. She |lows oe of Miss Mulcahy, Miss. 
gagement, of their daughter, Mary-|s7, THOMAS CYO 5 carried a white Bible and a bou- June 9, 1952] Sharp, aoe Mr, Whittredge, and 
ann, to Mr. Fred D: Cain, son of|§q THERESA 4 * Tquet of stepanotis with orchid|/Kennef M. Lyons, Chairman re hs the same day, at about 
Mr. and Mrs, Fred C. Cain, off> center . Board of Selectmen ne Ape mA 
Glark Street. Monday, June 7, St. Thomas| Christine Swenson, maid of| Wilmington, Massachusefts There was swimming, and hot 

: Th honor, wore a gown of ice-blue|Dear Sir: dogs and ice cream, One boy lost 


Miss Curtin 
Wilmington Mis 


is a graduate of (CYO edj mt St. ’ ; < - : : 
ih School, and Mr. Nosth "Reading 54 ite tows slipper satin with stole of tulle.] The Wilmington Police Depart-|his wallet, and found it again. 
‘i : She carried a cascade bouquet of/ment is equipped with a Panel] There were the roller coasters. 


Cain is a graduate of Dean Junior | Fi s ! ed with wer 
College, of Franklin, Mass. No Theresa’s scored twice in|DIush roses. Track, for a police cruiser Three picnickers packed some of 
date has been set for the wedding.|the first inning. St. Thomas came ; |. In my opinion, as Chief of Po-|their clothes on the wrong bus, 
back with three runs in the se-|BACCALAUREATE jlice of Wilmington, this is not a} which took off for Lawrence, and 
cond on Patil Burke's bases loaded | EXCERCISES AT proper Wehicle for, police work, It]in general, everyone had a won- 

would be alright as. an auxiliary |derful time. 


single. The deciding run came “in|CONGREGATIONAL CHURCH 
the 4th inning with t walk to Mc- 

Devitt, a fielder's choice by Berri- 
gan and a single by Dr. Tucci 
ry Cushing went all the way 


Dick Harrington catching. — |! S : 
is Sunday|Congregational Church de 


Sat - Sun * 


~ WILMIN' GTON 


Theatre - Main St. - > Tek an 
@ FRI & SAT JUNE 13. 3-M4e 


unit, but»as a. principal cruiser— | ————__ 
In .excercises that were not toolit does not help, but does hinder 
|well attended, the graduating, class|the department in the proper per- 
of Wilmington High School heard | formance of its duties. 


the Rey. Stanley Cummings, of the| This is to respectfully request 
ver an|that the Board of Selectmen take 


Jocko 


Next home game n 
against St. Joseph's. of Pepperell, {address entitled “Fara Well andjsuch action as it may deem proper 

— —-—- God Be With You,” to purchase, or authorize the pur- i" 

WHIST PARTY The excercises, at 5 pm. on|chase, of a proper Police Cruiser Says: 


North, Star Lodge Now 49 V.O.A. |Jine &th, were beautiful. The grad-|for the use of this department. 
will conduct another “Home/|uating class, capped and gowned,| In the event that the Board of 
Whist Party” for raising funds to|the boys jn blue and the girls in|Selectmén @o not see ‘their way 
celebrate their. 50th Annivetsary | white, occupied a large portion of|clear to consider such a request, 1 
Friday, June 13 at the home of|the front of the church, while|respectfully request that your 
Brother Otto Swenson, 19 Adams |friends and schoo! officials sat|Honorable Board take such action 
Street, Wilmington. The play will | further back. as is netessary to bring this vital 
start at 8 pm. Everyone welcome matter, before the Townspeople 


Refreshments served. at a Special Town Meeting 
Respectfully yours, 


Paul J. Lynch, Chief 
FOOD SALE 


The Jadies of the. V.F.W. Aux- 
iliary age having a Food: Sale, on 
the lawn of Michelson's Shoe 
Store, at 10 am. Saturday. 


Strictly Fresh Reading Eggs 
40. doz. 3 doz. for $1.00 


fishing supply dept. Reels, Line: 
Lurest ste, MAINE FISHING 
LICENSES. 


eae 
We are Reading's dealer for 


CLEARANCE SALE ON 
Raleigh Bicycles and parts. 


ALL ‘ANNUALS AND 
VEGETABLE PLANTS 


HIT #2 BOWERY BOYS ; 
“LET'S GO NAVY" Plowing 


ait Yes 
Ant Dust-Hose - Seco 
Ammate for poison 
Sprays aud Garden Tocls 


Problems? 


Have it done by our giant 
rotary plow for a deep, pulveriz- 
ed seed bed on any type of 
land, whether you have a back 
yard garden or many acres. § 


LOVGON CARS WGN UHSE II ron promer seavice 


HIT #2 “YELLOW FIN” Call Burlington 7-2757 


@SUNDAY (iday) JUNE 15@ 


Homestead 
Gardens 
829 Woburn Street 


(on the Woburn end) 
Tel. Wilmington 883 


Dupont Paint - We make keys 


ARMERS 
EXCHANGE 


Opp. Theatre 
RE 2.1755 


FOR SALE — $60 
SERVEL GAS REFRIG. 
EXCELLENT COND. 
TEL. WIL, 742 


Power Mowers 


POWER TOOLS 
For Dad! 


Make his leisure 
hours easier - more 


pleasant with work 
saving — POWER 


FTS for 


Your Favorite Man 
FOR THE HANDY MAN 


9 Seton Homes & Gardens Handyman’s 
00 

S teen oe Be een Garden Book. 
‘wo interesting FULL of information- illerica’s New } ing 

Dad will Love them $3.95 each Billerica s New Dept, Store For Housing 

@ Saw horse Brackets - easy to erect! 

@® Rules—Tapes—Wheelbarrows! Hughes Lumber Company 

@ NEW LAWN with Breck’s Lawn Seed! rote a 

®@ Vigoro, Turf-Gro, for better Lawns! Letchworth Ave. No. Billeric 


@ Picnic Baskets—to make his trips—plea- rel > Bil 5 
eant—“more enjoyable. Telephone Billerica 5 


” 


